DUKE  UNIVERSITY  CHAPEL,  DURHAM,  N.  C. 
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DUKE  UNIVERSITY  CHAPEL 
DURHAM.   N.  C. 
Its   pointed    gothic    architecture    is  representative 
of    the    best    of   its    kind    in    America.    The  tower 
extends   upward    210    feet    and    contains   a  carillon 
of   50  bells. 
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